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Ownership 

The United and Electric Works Company is located in Benatky nad Jizerou, Except 
during World War U when it was controlled by the Germans, this company was controlled 
by French shareholders until 1949 when it was nationalized by the Czech government 
without compensation to the shareholders® 

Products and Manufacturing Processes 

Synthetic corundite is the only abrasive produced by this company. There are no other 
products or by-products. The abrasive is manufactured in resistance furnaces, broken 
with Jaw crushers and sorted by classified screens. The designed capacity of the >lant 
is 15 thousand metric ton* per year, at which rate the plant is presently operating* 
Since the demand is greater than the capacity production^ it is planned to expend tne 
plant by approximately 50?. 


The old buildings of the plant are of normal construction, that is of iron and red 
bricks. The main production buildings are 20x120 meters whereas the classifier 
equipment manufacturing building, (see paragraph £ below) the shops and stores are 
15x60 meters. The main administration building located at the main entrance is 
15x50 meters; it is “L* shaped and has three stories. 


The new buildings under construction 


of reinforced concrete . 


Most of the important plant machinery is very old, maybe 50 years, and is partly of 
French origin. It Is in very poor mechanical condition and requires no special 
technical ability to operate. There are twelve single-phase electric resistance 
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furnaces, each with its own main and regulating transformers (made by CKD' . 2 

are obsolete and of primitive construction. Fall bodies are used to break the larre 
factored blocks of abrasives. The plant has eight Jaw-crushers mxntouSnZ * 
Skoda, Risen. Screens used to classify the abrasive material are manufacturer* 
the plant's own shop. 

Management and Labor 


25 ) 01 . 
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L_ — _ — 1 man ager of the factory was a man who Poi** eritr 

ablt ln l ^ ^ PlMt ‘ iS ** usual CG “istie practice. Ihere^ 

about 40 management and engineering personnel and about 15 technical personnel. 

^ere is * shortage of manpower in the plant. There are about 300 employe^, 40 of 
. whan, as stated above, are management or engineering personnel. About 15* of tV. 

IbOTt ^ 0 « S S ; 1 th d ’ re3t is u ?? k f lled * Fort y percent cf the employees are women. 
Mfcf«??r 2 « 6 ^ar the plant, the remainder live in Tilings 

•,1 f ^ f f? the Plant. Practically all personnel are of Czech (Bohemian or Korrvian) 
edited V +w are -?° facilities since the locksmiths and fitters are ~r- 

SfSLS XSl'pi.” 1 '” re,ul ” 1 ’" t * f,v "* kB ***** -’i”'" 1 ' 

Services 

The plant obtains power from the grid. Power consumption is between 2 and 2.25 KWH 

KK ? ra |SS e ? ^ t0tal annUal consmi P tion of P°* er of the plant te 

about 30 -35 million KWH (power consumption is calculated from production, not Inde- 
pendently known}. 

The nyer provides the plant with an unlimited supply of water, requiring oate 
mechanical (rotary screen) equipment to make it usable. 

flaw Materials 

fhe plant consumes 15 thousand metric tons cf alumina, annually. Lately the government 
has required the factory to use Hungarian alumina exclusively. This alumina": f uii- 
beoa ^ se is too finely ground, causing high processing losses, and has a 

Irfnot^ScSl Pr0dUCeS UDde3lrable against which the employees 

are not protected. In 1951 there were some reserves of alumina smuggled In from Ttalv 

a practice which I believe will be energetically continued. This alumina was 11330 7 ’ 

before and during World War U and has been demons trated to he of better duality. A 

^if e ^T B 1^Ltd ant 1 l SChedUled ^ CCme 12110 operation “ late 1954 in Czechoslovakia . 
xnis will provide another source of alumina. 

°°° STmpbion ^ 10 < ?j c ^ st (carbon) is very variable, depending on the 
quality of the paste used in its manufacture. The source of this carbon is the 
Siemens Rania in Ratibor, Poland. 

Transportation and Storage 

All internal handling of raw material and end products is by hand. They are transported 
m small paper or tactile bags by wheel-barrow. Ail good sire received or^hi^^ ^ 
rail, since the plant is directly on the State railroad. ‘ ‘ ^ 

2'2."i£S 1 £S4S. bull< !,to ™ s " for •** " e •*•*»«* 


SLS^ t r^ S + ^ de + U t t i e fire-ri e bt ing personnel and equipment. Safe bomb shelters ore 

o t ^' e p rsonne l* Many provisions were made during World War H to es- 
tablish adequate anti aurcraft protection. ~ 

The plant has its own militia, a practice which ±3 characteristic in Czechoslovakia for 
guarding the physical plant and checking personnel for authorization. Biere are no 
special restricted areas in the plant. 
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Enclosure (A) s Sketch lowing Layout of the United cSbo -unduJ and Electric Works Commr v 
in Benatky nad Jizerou. *■ * 
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